Q.      Inspection Reports
1.       Inspection reports of the applicant's quality assurance program.
2.       Notices of deviations.
3.       Follow-up correspondence resolving deviations cited,
2.      Government-owned reactors
Meeting summaries and technical correspondence between NRC and other government technical personnel related to test reactors, critical experiments, and DOD reactors on navy ships and other sites.
PT21 - Noncompliance Reports and Related Correspondence
Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal Regulations and include:
1.       Reports by firms involved in the nuclear industry concerning noncompliance with NRC regulations or the existence of defects which could create a substantial safety hazard.
2.       Correspondence pertaining to the NRC review of reports to assess the possibility of generic defects.
3.       NRC inspection reports of defects cited.
4.       Correspondence specifying appropriate follow-up actions taken by the Agency.
QA999 - Quality Assurance Inspections
This category contains inspection reports of vendors' quality assurance programs and follow-up correspondence.   Each vendor facility is assigned a docket number and is part of the QA999 series.
Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the manufacture of nuclear components for plants licensed by NRC.   QA comprises all those planned and systematic actions necessary to provide adequate confidence that a structure, system or component being manufactured will perform satisfactorily once it is put in service.   The controlling criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR submitted by utilities for specific facilities.   Documents in this category include;
1.       NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites.   Inspections may cover the design, fabrication, construction and testing of structural systems and components.
2.       Notices of deviations,
3.       Vendor corrective actions and other follow-up correspondence associated with the resolution of inspection findings.
REGGD - Regulatory Guides
This category contains new and revised regulatory guides issued by the Commission and related correspondence.   These guides describe for the industry and the public methods acceptable to the NRC
B-6etitions filed with the Commission by an outside party to issue, amend or rescind an NRC regulation.   Included are:
